From: 

Sent: 

To: 


Subject: 


Roger Jarosz <rjarosz@ingledc.com> 

Monday, December 06, 2010 12:59 PM 

'Kevin Riordon'; 'Chris Godfrey'; 'David Holmes'; 'Helen Taugher'; 'James Hanchett'; 
'Judy LaDuc'; 'Marija Popstefanija'; 'Mark Pocsik'; 'Maryanne Steele'; 'Matt Hobden'; 
'Nick Ariskin'; 'Shane Laundry'; 'Stephen Lobik'; 'Suzanne Long'; 'Ted Landis'; 'Tim 
Curran' 

RE: UMA DPH Office Renovation - Meeting Minutes 11 & 12 


Kevin: 

Electrical: running power from the junction box(13) in the fume hood room to the exhaust fan on the roof on the 
exterior of the building to be performed on a T&M basis; 


From: Kevin Riordon [ mailto:kevinr@dietzarch.com ] 

Sent: Thursday, December 02, 2010 4:26 PM 

To: Chris Godfrey; David Holmes; Helen Taugher; James Hanchett; Judy LaDuc; Marija Popstefanija; Mark Pocsik; 
Maryanne Steele; Matt Hobden; Nick Ariskin; Roger Jarosz; Shane Laundry; Stephen Lobik; Suzanne Long; Ted Landis; 
Tim Curran 

Subject: UMA DPH Office Renovation - Meeting Minutes 11 & 12 
UMA DPH Office Renovation - Meeting Minutes 11 & 12 


Kevin M. Riordon AIA 

Project Architect 

Dietz & Company Architects, Inc. 

17 Hampden Street 
Springfield, MA 01103 
(413)733-6798 x 127 Phone 
(413)732-4385 Fax 
www,.diet^ 

Serving community values and client needs by shaping responsive architectural solutions. 
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